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20 June 1964 


SUBJECT: Change Proposal LAC-93-1 Oxygen System 
Improvements 


TOs Contracting Officer 


Subject Change Proposal is a revision to basic proposal 
LAC~93 to all the two wo place artioles to the improvement 
program. This is within the original intent of the WSPO and 
is approved. 


Request you take necessary_formal action. 


{ Atch: 
Change Proposal 
LAC~93-1, dtd 6-6-61 


THE MEU DATE: 
AUTH: HR 70-2 


OATES: ALiaGI ... REVIEWER: | | 


Approved For Release 2003/01/30 : CIA-RDP81B00878R000600030154-8 


25X1A 


25X1A 


